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Introduction: Massive deposits of phyllosilicates of 
the smectite group, including Mg/Fe- smectite, have 
been identified in Mars’s ancient Noachian terrain [1]. 
The observed smectite is hypothesized to form through 
aqueous alteration of basaltic crust under neutral to al- 
kaline pH conditions [2] . These pH conditions and the 
presence of a C02-rich atmosphere suggested for an- 
cient Mars were favorable for the formation of large car- 
bonate deposits [3]. However, the detection of large- 
scale carbonate deposits is limited on Mars. We hypoth- 
esized that smectite deposits may have formed under 
acidic conditions that prevented carbonate precipitation. 
In this work we investigated formation of saponite at pH 
~4 from Mars-analogue synthetic Adirondack basaltic 
glass of composition similar to Adirondack class rocks 
located at Gusev crater. Hydrothermal (200° C) 14 d ex- 
periments were performed with and without 10 mM 
Fe(II) or Mg under anoxic condition [hereafter denoted 
as anoxic_Fe, anoxic_Mg and anoxic (no addition of 
Fe(II) or Mg)] and under oxic condition [hereafter de- 
noted as oxic (no addition of Fe(II) or Mg)] . Character- 
ization and formation conditions of the synthesized sap- 
onite provided insight into the possible geochemical 
conditions required for saponite formation on Mars. 

Materials and Methods: Adirondack basaltic glass 
was prepared by melting and quenching procedures in 
gas mixing furnaces. The powdered mixture of reagent- 
grade chemicals was melted at 1400°C in a platinum 
crucible for 12 hours then quenched in water. The ob- 
tained glass was reground and melted again. The pro- 
cess was repeated two more times to ensure a homoge- 
nous mixture. The final product was ground and sieved 
to separate out the < 53 pm particle size. Acetic acid of 
100 mM concentration was chosen as a pH 4 buffer. For 
phyllosilicate formation experiments 15 ml Adirondack 
suspensions were prepared by mixing 250 mg Adiron- 
dack with acetic acid alone or with MgCh or FeCl 2 stock 
solutions and acetic acid to obtain a final cation concen- 
tration of 10 mM. All these samples were prepared un- 
der anoxic conditions in a glovebox. In order to deter- 
mine an effect of O 2 on phyllosilicate formation, an in- 
cubation of Adirondack in 100 mM acetic acid was per- 
formed under ambient condition. Two replicates were 
made for every time point (1,7 and 14 d) in batch reac- 
tors (Parr acid digestion vessel). Adirondack basaltic 
glass after 14 d incubation was examined by X-ray-dif- 
fraction (XRD), Mossbauer spectroscopy, visible and 
near-infrared reflectance spectroscopy (VNIR), scan- 


ning electron microscopy (SEM) and electron micro- 
probe analysis to characterize mineralogy, morphology 
and composition of the synthesized smectite. 

Results and Discussion: Mineralogical changes were 
significant in all samples at the end of experiment. The 
unaltered Adirondack was composed of 66 wt% X-ray 
amorphous glass phase, 32 wt% olivine and 2 wt% chro- 
mite. After 14d incubation, XRD analysis revealed for- 
mation of phyllosilicates based on the 001 peak at ~15 
A (Fig. 1). The weak 001 band could be already detected 
in the 1 d samples then its intensity increased with in- 
creasing reaction time. Smectite was confirmed as the 
phyllosilicate after treatments with glycerol and KC1 
and heating to 550°C. The positions of 02/ and 060 dif- 
fraction bands were indicative of the trioctahedral smec- 
tite saponite (Figure 1). 



Fig. 1. (a) X-ray powder diffraction patterns of initial 
and 14 d-incubated synthetic Adirondack glass with 
peak positions for saponite shown by the dotted lines. 

Mossbauer spectroscopy analysis of the 14 d incu- 
bated Adirondack suspensions revealed that Fe content 
in glass was significantly lower than the pristine Adi- 
rondack while Fe of olivine remained unchanged. The 
observed results indicated that smectite formation was 
due to preferential alteration of the glass, but not olivine. 
The spectra also displayed smectite Fe(II) and Fe(III) 
doublets formed during incubation. The smectite dou- 
blets were all assigned to Fe(II) and Fe(III) in octahedral 
coordination in saponite. 

Measurements by VNIR revealed compositional dif- 
ferences in octahedral layer of the synthetic saponite. 


The band in the 2.25 jam region was assigned to combi- 
nation stretching and bending modes of 
Al(Fe(III),Fe(II))OH while the band near 2.31 jam was 
due to combination vibrations of (Mg, Fe(II), 
Fe(III))30H in saponite (Fig. 2). The band center posi- 
tions in 2.25 and 2.31 pm areas were affected by Fe ox- 
idation state and shifted to the longer wavelength as the 
degree of saponite Fe oxidation decreased: 2.246 and 
2.312 pm (oxic), 2.249 and 2.317 pm (anoxic), 2.249 
and 2.318 pm (anoxic_Mg), 2.252 and 2.323 pm (an- 
oxic_Fe). In addition, the anoxic_Fe sample had a 
shoulder at 2.352 pm assigned to (Fe(II))sOH combina- 
tion vibrations of trioctahedral Fe(II) groups. 



Fig. 2. Continuum normalized reflectance spectra of in- 
itial and 14 d-incubated synthetic Adirondack glass with 
band positions marked with dotted lines. 

Results of SEM/EDS of the incubated samples 
showed the glass surface was covered by a “flaky” coat- 
ing of the saponite with a distinguishable interface be- 
tween saponite and glass (Fig. 3). EDS compositional 
analysis indicated that saponite and glass particles con- 
tained Mg, Fe, Na, Ca, A1 and Si, however, total Na and 
Ca content was lower in saponite than in the residual 
glass. Glass fragments showed evidence of alteration 
such as formation of cracks and pits on the surface 
which were not observed on the starting material (Fig. 
3). 

Microprobe quantitative analysis together with Fe 
speciation in saponite obtained from Mossbauer analy- 
sis was used to evaluate saponite composition. The syn- 
thetic saponite contained Si and A1 in tetrahedral layers; 
Al, Mg and Fe [Fe(II)+Fe(III)] filled octahedral layer 
while Na, Ca and K occupied interlayer sites. The total 
number of octahedral cations was close to 6 [based on 
02 o(OH )4 stoichiometry] indicating formation of trioc- 
tahedral smectite. The ratio of Mg/Fe was close to 1 in 
oxic, anoxic and anoxic_Mg saponite indicating for- 
mation of saponite equally enriched in Mg and Fe. The 
anoxic_Fe sample had Mg/Fe ratio of 0.43 and 89% 
Fe(II) indicating formation of Fe(II)-rich saponite. 



Fig. 3. SEM images of 14 d-incubated anoxic _Fe. 
Square corresponds to a glass (gl)Zsaponite (sap) inter- 
face area shown at higher magnification. Red arrows 
point to cracks and pits on the surface of glass. 

Conclusions: These experiments showed that Mars-an- 
alogue basaltic glass with Adirondack-like composition 
was altered to saponite under acidic conditions (pH~4) 
in all experiments. Saponite and smectite minerals in 
general have thought to have formed under neutral to 
alkaline conditions during the Noachian era followed by 
acid-sulfate alteration. The results revealed a new plau- 
sible mechanism of smectite formation under acidic 
conditions on Mars. The lack of the large-scale car- 
bonate detection in Noachian materials supports acidic 
environment during this era. The principal sources that 
had potential to contribute significantly to acidity dur- 
ing smectite formation could be elevated atmospheric 
CO2 and SO2 from volcanic process as well as oxidation 
of Fe(II) originated from igneous minerals and Fe(III) 
hydrolysis of [3]. 
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